SAN  MIGUEL,  THE  OLDEST  CHURCH  IN  A  M  E  R  I  C  A  ,  S  A  N  T  A  FE, 


liToN  "PHOSTINT" 


V  av  OSTNOIT  maUBMIMC  CO 


The  picturesque  little  Church  of  San 
College  Street  three  blocks  south  from 
was  erected  in  1636  and  is  the  oldest  church 
United  States  still  in  currrfit  usey 
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